SCHOHKY RECTIFIER GUIDE 

Featuring the World's first Schottky Bridge 
rectifier in the HD DIP case. 

• Ideal for battery power designs 

• Utilizes less power 

• Device index, selection guide, data sheets, 
mechanical specs and packing options. 

Central Semiconductor Corp. 

Adams Avenue 
Hauppauge, New York 1 1788 USA 
631.435,1110 Fax: 631.435.1824 
Email; salesinquiry@centralsemi.com 
Web: www.centralsemi.com 
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RELEASE//2I, EMULATION 
TECHNOLOGY'S NEW CATALOG 

ET's new easy to use, full-line catalog provides 
engineers and test managers the means to quickly 
solve problems and get back on track. The cat- 
alog compliments ET's online store, providing 
engineers with the solutions they need. 
Order your copy: 
www.emulation.com/02 1 
DESIGN. CONNECT DELIVER. 
Emulation Technology, Inc. 
2344 Walsh Avenue 
Building E Santa Clara, CA 95051 
1-800-232-7837 
www.emulation.com 



KEYSTONE M55 CATALOG 

Get Yours! In-Print and On-line. 144 colorful 
pages of interconnects and electronics 
hardware loaded with engineering data, 
drawings, charts, and 3D renderings. M55 - It's 
the source for innovative design. 

Keystone Electronics Corp. 

Toll Free: I-800-22I-5510 
E-mail: info@keyelco.com 
Website: www.keyelco.com 



DESIGN GUIDE FOR OPTICAL 
ENCODERS 

This Guide provides a comprehensive summary 
of optical encoders, accessories and interface 
electronics. Included are design examples, 
absolute and incremental encoders, shafted and 
hollow-shaft styles as well as serial output versions. 
Special sections include hazardous environments. 
Call I-800-ENCODER or visit our web site at 
www.beiied.com. 



POWER DISTRIBUTION AND 
REMOTE MANAGEMENT 

Pulizzi manufactures power distribution units 
for rack mount electronic enclosures that 
provide Circuit Breaker Protection, EMI/RFI 
Filtering, Spike/Surge Protection, Remote Power 
On/Off, Remote Reboot, (EPO) Emergency 
Power Off, Redundant Power, Sequential 
Power Up/Down. Domestic and international 
configurations for OEMs and system integrators 
are available. Agency approved systems. 
ISO 9001:2000 Certified. 

Pulizzi Engineering, Inc. 

T (800) 870-2248 • F: (605) 334-4999 

sales@pulizzi.com 

www.pulizzi.com 



BOKER'S FREE 56-PAGE 2007 
CATALOG HAS OVER 21 ,000 
NON-STANDARD SIZES AVAILABLE 
WITH NO TOOL CHARGES. 

Outside diameters of 0.080" to 5.140", a wide 
range of ID's, thicknesses, and 2,000 material 
variations provide millions of possibilities. 
Materials include low carbon sheet steel, five 
types of spring steel, stainless steel, aluminum, 
brass, copper, nickel, silver and non-metallics. 

BOKER'S, Inc. 

ISO 9001:2000 Registered 

Tel: 888-927-4377 Fax: 800-321-3462 

www.bokers.com/ednl sales@bokers.com 
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2007 SURFACE MOUNT DEVICE 
DATABOOK/CDROM 

Central Semiconductor Corp. manufactures 
a broad range of small signal transistors, 
diodes, rectifiers, MOSFETs and thyristors. 
This newly revised edition provides; detailed 
datasheets, a new color enhanced selection guide, 
extensive cross reference, and surface mount 
package specifications. This databook is also 
available on CDROM. 

Central Semiconductor Corp. 

145 Adams Avenue 
Hauppauge, New York 11788 USA 
63 1 .43 5 . 1 11 Fax: 63 1.43 5 . 1 824 
Email: salesinquiry@centralsemi.com 
Web: www.centralsemi.com 




